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1. The Kaldenbrucke aver the River Feene and the Neyenicrebsbrucies ovse the River 
Tollense ara both beine rebuilt in steel. The former is being biilt by the 
firm of Pfeffer in Erfurt. . 


2. Two concrete bridges ara also being wilt over thea River Poene in Dermin (P,50); 
wut because of difficulties in obtaining supoli:.a of cement, the work is malring 
slow progress, These bridess are being tailt by the firm of Cart Brendt, 
Bauunternsbwne, Berlin. 
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